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and emptied if necessary. Any problems noted in an inspection must be
reported promptly to the person responsible for the area and corrected
immediately.

Inspections are more effective if a checklist is used and if the inspection
is a dedicated operation. It is not prudent to perform inspections while
putting waste into or taking waste out of the area. It is a particularly
poor practice to sign off on an inspection on the basis of frequent visits
to the area for other purposes.

VII.    SEGREGATION OF WASTES

Segregation of incompatible materials (see Appendix E) in a storage
area is essential. It is particularly important to segregate ignitables from
oxidizers or sources of ignition. Other types of mcornpatibles should
never be put in the same container; segregation of their containers is
not always required, although it is desirable. Additional segregation
requirements are often dictated by the ultimate disposal option (see
Chapter 2).

VIII.    RECORDKEEPING

The recordkeeping requirements for transportation, treatment, and dis-
posal are extensive and depend on the ultimate fate of the waste. Re-
quirements frequently involve a complete characterization of the waste,
i.e., a chemical analysis of mixed wastes or a complete contents list for
lab packs. While it may be tempting to generate the required information
when the waste is moved out of storage, it is better practice to keep a
running inventory of wastes and contents of waste containers in storage.
This helps with the necessary paperwork, usually assures more accurate
information, and is safer. It is not good practice to store containers
whose contents are not known. A good way to collect the information
is to establish a log-in/log-out procedure for the storage area.

IX.    TRAINING

Inadequate training of personnel who use a waste storage facility is a
potential source of trouble. Everyone involved should be thoroughly
familiar with proper waste segregation, emergency equipment, emer-
gency procedures, required inspections, and waste inventory proce-
dures. A written plan and documented training sessions are required
for facilities that store EPA-regulated waste (see Appendix C) and are
a good idea for all facilities.